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DRAFTED BY A/SY/NSU:GJROUSSOS:RLP 
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INFO AMEMBASSY LAGOS 


Message Text 


LIMITED OFFICIAL USE STATE 163277 

FOR DCM; LAGOS FOR RSO 

E.O. 11652: NA 
TAGS:ASEC, NSU 

SUBJECT: SEABEE SUPPORT FOR LOME WATTS INSTALLATION 
REF: (A) STATE 151435 (B) STATE 159264 

1 . DURING RECENT VISIT OF DCM TO DEPARTMENT ALL INDICATIONS 
WERE THAT WATTS INSTALLATION PROJECT IN LOME READY FOR 
ACCOMPLISHMENT. 

2. AT PRESENT. SEABEE ASSETS ARE IDENTIFIED FOR WATTS 
PROJECT AND THUS UNAVAILABLE FOR OTHER PROECTS. REQUEST 
POST PROVIDE INFO PREVIOUSLY REQUESTED BY REFTELS AND 
ADVISE BEST AVAILABLE INFO AS TO WHEN PROJECT MAY COMMENCE. 
VANCE 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 163277 


LIMITED OFFICIAL USE 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 
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Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
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Document Number: 1977STATE1 63277 

Document Source: CORE 
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Line Count: 55 
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